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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 15877 071351Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO OCL-OO /022 W 

079568 080238Z/64 

R 071315Z DEC 77 
FM AMEMBASSY NAIROBI 
TO AMEMBASSY BRAZZAVILLE 
AMEMBASSY KINSHASA 
AMEMBASSY ACCRA 
SECSTATE WASHDC 3274 

CONFIDENTIAL NAIROBI 15877 

BRAZZAVILLE FOR TSO HOOVER, KINSHASA FOR RSO, ACCRA FOR 
RCO, DEPT FOR A/SY/OPS/T AND A/OC/S FROM OIC/RTC 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL SECURITY EQUIPMENT-BRAZZAVILLE 
REF: KINSHASA 1 1498 

1 . UNLESS SY/OPS/T HAS OVERRIDING NEED FOR THE MELPAR 
RF LINK AND DS-501 ALARMS, OIC/RTC APPROVES TEMPORARY 
USE OF ALARM SYSTEM UNTIL CCC RENOVATIONS ARE COMPLETED. 

2. BASED ON RECOMMENDATIONS BY RSO FOR AREA HE BELIEVES 
SHOULD BE ALARMED, TSO HOOVER SHOULD ACCOMPLISH THE 
NECESSARY FEASIBILITY SURVEY FOR PERMANENT ALARM 
INSTALLATIONS. 

3. REQUEST OC/S REVIEW AND ADVISE IF TEMPORARY ALARM 
SYSTEMS WOULD PROVIDE COMMUNICATIONS SECURITY HAZARD 
DURING TEMPORARY CRU OPERATIONS. 

LEMELLE 

CONFIDENTIAL 
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